Walk, Roger A. ' : “f 

From: Carchman, Loreen 

Sent: Friday, September 21,2001 10:14 AM 

To: Walk, Roger A. 

Subject: R N: S&H updates 

Here is Ruth's information. -L 


—Original Message— 


From: 

Dempsey, Ruth 

Sent: 

Friday, September 21 

To: 

Carchman, Loreen 

Cc: 

Sanders, Edward 

Subject: 

FW: S&H updates 

Loreen, 



Regional updates for CEMA and EE took place in July 2002. EU has not yet taken place 
because they have been so disrupted by the organisational changes that it was impossible to fit it 
in up until now. 

The agenda for these meetings was identical to Ricks update - with only one or two minor 
european specifics .... 

* PM USA Presentation to WHO -10/13/00 (Excerpts and G&A) 

IOM Report 2001 

WSA Responsibilities / Objectives _ 

External Research Program 

PM USA RD&E Scientific Consensus on Causation -12/00 
PM USA RD&E Scientific Consensus on Compensation -11/00 
European Activities ■> — - 


If you need any more details just let me know. 


with kind regards, 

Ruth 

WSA EU / EE / CEMA Regions 
Tel:+41 32 888 5636 
Fax: +41 32 888 5776 
e-maii: demosev.ruth@omintl.ch 

-Original Message- 


From: 

Sent: 

To: 

Cc: 

Subject: 

Dear Loreen, 


Walk, Roger A. 

Thursday, September 20, 2001 1:37 AM 
Carchman, Loreen 

Dempsey, Ruth; Zhang, Mingda; Takada, Kohji; Davies, Bruce D. 
S&H updates 


Do you have a list with dates of the S&H Updates in the US (PMUSA and PMI) and the regions in 
2001 ? I also would like to have the agendas for each one of them to see what has been 
presented and what can be put on the agenda for the next ones. I copy Ruth, Mingda, Kohji, and 
Bruce on this note so they can provide you with their input for confirmation. 

Thanks in advance, “ ■' — — ~ '— - : .-* 

Roger . 


PM3001121418 

Source: https://www.industrydocuments.ucsf.edu/docs/kthk0001 
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I Walk, Roger* A. : : 

From: Zhang, Mingda 

Sent: Thursday, September 20, 2001 12:13 AM 

To: Carchman, Loreen 

Subject: FW: S&H updates 


Loreen, , * 

To assist you in addressing Roger's request the following S&H Updates were held in the Asia 
Pacific Region in 2001: 

- PM Asia Operations management, Kuala Lumpur, May 14 

- PM Asia Pacific management, Hong Kong, May 21 

The same agenda was used in both briefings covering the following topics: . 

- PM USA Presentation to WHO -10/13/00 (Excerpts) 

- IOM Report 2001 

- Product Development & TechnologyTJpdate 

- WSA Responsibilities / Objectives 

- PM USA RD&E Scientific Consensus on Causation -12/00 
PM USA RD&E Scientific Consensus on Compensation -11/00 

- External Communication . _;i' 

Regards, . 

Mingda . . , 


—Original Message—- ’ ~ - 

From:.Walk, Roger A. _ ^ ‘ .__ : _ _ 

Sent: Thursday, September 20,2001 7:37 AM . . . 

To: Carchman, Loreen 

Cc: Dempsey, Ruth; Zhang, Mingda; Takada, Kohji; Davies, Bruce D. 

Subject: S&H updates 

Dear Loreen, 

Do you have a list with dates of the S&H Updates in the US (PMUSA and PMI) and the regions in 
2001 ? I also would like to have the agendas for each one of them to see what has been 
presented and what can be put on the agenda for the next ones. I copy Ruth, Mingda, Kohji/and 
Bruce on this note so they can provide you with their input for confirmation. ' ■ 


Thanks in advance, 
Roger 


PM3001121419 


Source: https://www.industrydocuments.ucsf.edu/docs/kthk0001 















